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3-12& {a) 

FACILITIES, GENERAL 

fa) Structural strength The facility must he constructed of such material and of such strength as appropriate tor the 
animals involved- The indoor and outdoor housing facilities shall be structurally sound and shall be mairlained in 
good repair to protect the animals from Injury and lo contain the animals. 

"“The baby kangaroo enclosure bad two pieces ol wire mesh covering the bottoms ol a gate and a lence. These 
pieces of mesh had sharp ragged edges that could cause injury to an animal. This wire mesh needs to be repaired or 
replaced. 

To be corrected by: March 1 , 2013 

3.127 (<0 REPEAT 

FACILITIES, OUTDOOR. 

id} Pehmeier fence On or after M^y 17.. 2000, all outdoor housing facil t ea (he , lacililies net entirety indoors) must 
be enclosed by a pen meter Fence that is of sulFicienl heighl to keep animals and unauthorized persons out Fenoe-s 
lass than & Feet high For potentially dangerous animals, such as, but not limited to, large Felines (&.g., hams, lig&rs. 
leopards, cougars etc,), hears, wolves, rhinoceros, and elephants, or less than 6 feet high For other animals must be 
approved in writing by Ihe Administrator. The larca must be constructed so that it protects Itie anumals in the Fad ity 
by restricting animals and unauthorized persons from gomg through it or under it and having contact with the animals 
in the facility, and so that it can Function as a secondary containment system for the animals in the facility. It musi be 
of sulficisnl dislance From Hie outside of ihe primary enclosure lo prevent physical connect between animals inside the 
enclosure and animate or persons oulside ihe perimeter fence, Such fences less lhan 3 Feet in distance from the 
primary enclosure must be approved in writing by the Administrate'- 

"““The licensee has lost 8 animals in the past 6 months to coyote oredation The licensee commented that the 
coyotes gained entry by digging under ihe perimeter Fence. The perimeter Fence must be constructed so that if 
protects the animals In ihe facility tram other animals and unauthorized people from going over or under ihe fence. 
The current perimeter fence failed lo prevent coyotes from going under it The current fence needs to be constructed 
10 proven! entry by coyotes and ether predators. 
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Inspection end exit interview conducted wi|h ihe licensee. 
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